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SPECIFICATIONS 
GENERAL 
MODES LSB, USB, CW, AFSK, FM, AM receive only 
FREQUENCY RANGE Receive: 100 kHz ~ 30 MHz. Transmit: all ham bands 
160-10 meters. 
DISPLAY Provided by owner’s personal computer 
VFO Dual VFO’s with SPLIT option | 
OFFSET TUNING +/- 10 KHz receive and transmit | 
MEMORIES limited only by available RAM in PC, virtually 


any PC will store 1000s of memories 
FREQUENCY ACCURACY +/- 90 Hz at 25 degrees C at 30 MHz for 1 year 
ANTENNA IMPEDANCE 50 ohms unbalanced 
POWER REQUIRED 1A receive, 20A transmit @ 12-14 VDC 


CONSTRUCTION 5 epoxy glass PC boards, molded front panel, aluminum 
chassis, textured painted steel cover 


DIMENSIONS HWD = 10.75" x 5.125” x 11.5" 
(27.3 x 13 x 29.2 cm.) 


WEIGHT 9 lbs. (4.1 kg) 

TRANSMITTER 

RF OUTPUT 5 — 100 watts, ALC stabilized 

DC INPUT maximum 250 watts @ 14 VDC. 100% duty cycle for 


up to 20 minutes. Continuous duty with customer 
supplied air cooling of rear panel heat sink 


MICROPHONE INPUT 200 ohms to 50K ohms. 4 pin, front panel connector 
accepts microphones with 5 mv (-67 dB) output. 
+4 VDC polarizing voltage provided for electrets. 


T/R SWITCHING PTT or VOX on SSB, QSK on CW 
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FM DEVIATION 
METERING 

SSB GENERATION 
CARRIER SUPPRESSION 
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Programmable 400 to 900 Hz. DSP generated. 
Sidetone automatically matches offset. 


+/- 5 KHz 

Switchable to FWD power, REF power or SWR 
DSP generated 

> 50 dB 


> 60 dB at 1.5 KHz tone 


25 dB below two tone @ 100 watts PEP 


Better than 40 dB below peak power output 


.35 uV typical for 10 dB S+N/N @ 3 kHz bandwidth, 


SSB mode 

34 filters built-in; 300 Hz, 330 Hz, 375-750 Hz in 75 
Hz increments, 750 Hz-3 kHz in 150 Hz increments, 
3 kHz — 6 kHz in 300 Hz increments, 8.0 kHz. 

All 1.5:1 shape factor or better. 

90 dB @ 3 kHz bandwidth at 50 kHz spacing 

+10 dBm 

-126 dBm @ 3 kHz bandwidth 

Calibrated to 50 uv at S9 

-20 dB 

+/- 2 KHz 


1% LF 45 MHz, 2“ I-F 455 kHz, 3 I-F 12 kHz 


> 60 dB typical 


IMAGE REJECTION 


RECEIVE RECOVERY TIME 


AUDIO 
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> 60 dB typical 
less than 20 ms, including SPLIT mode 


Speaker: 2 watts @ 4 ohms. Line out: > 1 V p-p 
into 600 ohms 


vi 
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More than just a radio. 


1 


Ten-Tec is more than just a manufacturer of Amateur Radio equipment. Our legendary service department 
repairs almost everything we've ever built. Customer support representatives are active hams that can provide 
the advice you need to obtain the right equipment and set up your station the way it should be. No one in 
the industry matches our risk-free trial period for new equipment. When you buy Ten-Tec, you get our entire 
company in the box with your new radio. Ask a friend who owns “us”. Proudly MADE IN USA! 


1185 Dolly Parton Pkwy., Sevierville, TN 37862 Sales: 800-833-7373 

We accept Visa, MC, American Express and Discover. Office (865) 453-7172. FAX (865) 428-4483. t t 

Sales: Mon-Fri 8:00-5:30 (Eastern Time), sales@tentec.com. Service: Mon-Fri 8:00-5:00 (Eastern Time), WWW. e n ec E co m 
service@tentec.com, (865) 428-0364. Shipping is additional. TN residents add 9.5% sales tax 


INTRODUCTION 

The PEGASUS is the culmination of 
several years of engineering in HF DSP 
receivers for military, commercial, and 
amateur radio use. 

The PEGASUS is designed around an 
Analog Devices’! | AD2181 DSP 
processor chip. Digital signal processing 
(DSP) uses microprocessor technology 
in place of traditional analog circuitry. 
This revolutionary new technology has 
shifted the focus of design from 
hardware to software. New features and 
upgrades to DSP equipment can be 
added with lines of computer code rather 
than electronic components. 

The PEGASUS features DSP 
processing at the I-F level. Software and 
firmware are instantly upgradeable via 
Internet downloads. 

Unlike a traditional front panel 
transceiver, all features and functions of 
PEGASUS are visible on your computer 
screen and are controlled by the 
keyboard, mouse, or optional model 302 
remote encoder/keypad. 

The PEGASUS covers all amateur 
bands, 160 through 10 meters, using CW 
(full break-in), SSB (with adjustable 
DSP generated transmit bandwidth 
filtering), digital modes (AFSK), and 
FM. AM mode is provided on receive 
only. In addition to the HF amateur 
bands, the PEGASUS is equipped with a 
general coverage HF receiver with 
continuous coverage from 100 kHz to 30 
MHz. 

Chapter I of the manual is the 
PEGASUS installation guide. Chapter 2 
are instructions for getting the 
PEGASUS operational once you have 
installed all needed hardware and 
software. Chapter 3 is a detailed 
operation guide that will allow you to 
take full advantage of the transceiver’s 
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capabilities. Chapter 4 is a glossary of 
terms. Chapter 5 is a troubleshooting 
guide should you have difficulty with 
transceiver operation. 

We recommend that you refer to the 
glossary in chapter 4 of this manual if 
you come across an unfamiliar 
descriptive term. 


SYSTEM REQUIRMENTS AND 
PERFORMANCE EXPECTATIONS 

Windows 95/98™ has been the 
dominant operating system for PCs for 
several years. We recognize, however, 
that many hams are still operating 
Windows 3.1™ on older PCs. We 
wanted as many hams as possible to be 
able to run the Pegasus so we designed 
the software to operate on both 95/98 
and 31. As you might expect, the 
Pegasus performs best when running on 
Windows 95/98ТМ, It will work fine on 
a minimum system with a 486 processor 
running Windows 3.1. Windows 3.1 
users may experience some compromise 
in performance. For example, the 
frequency display may take a moment to 
update as you change frequency. 


UNPACKING 

Examine your PEGASUS for signs of 
shipping damage. Should any damage 
be apparent, notify the delivering carrier 
immediately, stating the full extent of 
the damage. 

Retain all damaged cartons. Liability 
for shipping damage rests with the 
carrier. It is recommended you keep the 
shipping carton and fillers in the event 
that storage, moving or re-shipment 
becomes necessary. 

The following hardware and 
accessories are packed with your 
PEGASUS. Make sure that you have 
not overlooked anything. 


vii 


Qty. Part# Description 
1 #81871 3.5” program disk 
1 #74366 User's manual 
1 #74020 Warranty Card 
1 #46171 Line-Outto Audio-In 
cable, to sound card 
1 #46172 9-ріп female to 9-pin 
male DB-9 cable, to serial port 
1 #46176 5 pin DIN male to 4 
separate phono female, ribbon 
cable 
1 #86095 DC power cord 
#41020 female terminal pins 
1 435165 2 pin power connector 
shell 
#27074 25 amp blade-type fuse 
#35263 3.5 mm stereo plug 
#35003 male phono plug 
#35057 4 pin mic connector 


If any of the previous items are missing, 
contact the repair department at Ten-Tec 
for replacements: 


Repair Department (423) 428-0364 
Switchboard (423) 453-7172 
FAX (423) 428-4483 


NOTE: Area code will change to (865) 
on Nov. 1, 1999, 


ACCESSORIES There are several 
station accessory items that аге 
manufactured by  Ten-Tec that are 
suitable for use with the PEGASUS. 
Contact the Ten-Tec sales department 
for pricing and availability information. 


291 - 200 watt antenna tuner 

302 - Remote tuning encoder/keypad 

306 - 4 pin to 2 pin power supply 
cable adapter 

607 - single paddle keyer assembly 

701 - hand microphone 

705 - desk microphone 
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962 - +13.8 VDC, 22 amp power 
supply 
35057 - 4-pin microphone connector 
80-573 - 2-pin DC connector with 
pins 
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CHAPTER 1 
INSTALLATION 


1-1 POWER SUPPLY 

The PEGASUS requires a source of 
well-filtered and regulated DC voltage. 
The supply voltage can range from +12.0 
to +15.0 VDC but an optimum of +13.8 
VDC is recommended. The power 
source must be capable of 20 amps at 
100% duty cycle if you wish to run the 
PEGASUS to its’ full capability on 
digital modes. 

The TEN-TEC model 962 power 
supply is specifically designed for this 
service. This supply has built-in 
overcurrent protection and all of the 
necessary RFI bypassing. For use with 
the PEGASUS, the model 962 requires 
TEN-TEC model 306 4-pin to 2-pin 
power supply plug adapter. 

Note: the model 962 incorporates an 
external speaker that was designed for 
use with other TEN-TEC transceivers. 
‘The PEGASUS does not provide 
connection for an 8 ohm external 
speaker. 


FIGURE 1-1. POWER SUPPLY 
ADAPTER CABLE (4 pin to 2 pin) 
View: Facing into plugs on cable ends 


The 2-pin DC connector on the rear 
panel of the PEGASUS is polarized such 
that the mating plug will only attach in 
one direction. Determine the correct 
orientation and plug the power cable into 
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the PEGASUS. If an alternate power 
source to the model 962 is to be used. we 
recommend that the pre-assembled DC 
power cord (#86095) be used. We have 
also included two spare connector pins 
(#41020) and a connector shell (435165) 
for building your own cord. Be sure to 
use no less than 14 gauge stranded wire 
for these connections because of the high 
current demand during transmit. 


FIGURE 1-2. POWER SUPPLY 
CONNECTIONS (View from front of 
plug on end of cable) 


NOTE: ALWAYS ENABLE THE 
POWER SOURCE FIRST, AND 
THEN THE TRANSCEIVER. IF 
THE DC SOURCE IS SUPPORTED 
BY A GENERATOR OR 
ALTERNATOR, ALWAYS TURN 
OFF THE TRANSCEIVER BEFORE 
THE EQUIPMENT IS STARTED OR 
SHUT OFF. THESE RECHARGING 
DEVICES CAN OFTEN GENERATE 
LARGE VOLTAGE SPIKES THAT 
CAN DAMAGE THE 
TRANSCEIVER. 


1-2 ANTENNA The transmitter is 
protected against damage from load 
impedance mismatches ranging from a 
dead short to an open circuit. Operation 
at or near full power is possible with an 
unbalanced (coax feed) load impedance 
between 25 and 100 ohms 
(approximately 2:1 SWR). Antennas 
with higher SWR, or single wire and 


balanced feedline types, will require the 
use of an external antenna tuner for best 
results. 

The main antenna connection to the 
transceiver is through the rear panel SO- 
239 connector. 


1-3 PERSONAL COMPUTER 

Your personal computer is an integral 
part of the PEGASUS transceiver. The 
minimum system requirements for your 
PC to operate PEGASUS are a 486 
processor running Windows™ 3.1. 
Connect the enclosed serial port cable 
(#46172) to the front panel connector on 
the PEGASUS marked SERIAL 
INTERFACE. The other end of the 
serial port cable is to be connected to an 
open 9 pin serial port connector on your 
PC. 

USB interfaces: Many personal 
computers use USB interfaces for 
connectivity as a substitution for serial 
and parallel ports. We recommend the 
use of a USB to serial port converter for 
USB connection. The Beckin F5U003 
or equivalent would be an acceptable 
device, commonly available through 
computer outlets. 


1-4 SOFTWARE INSTALLATION 

A 3.5" floppy disk (#81871) with the 
PEGASUS graphical user interface 
(GUI) software has been provided. After 


von have connected vanr nower canros 


A) Be certain the PEGASUS front 
panel power switch is OFF. 

B) Boot up computer 

C) Follow instructions for your PC, 
whether Windows 3.1 or 95/98. 

D) PEGASUS software defaults to 
COM 1 serial port. If you wish 
to use a different port, make 
appropriate changes under the 
SETTINGS: INTERFACE tool 
bar. 

E) Exit PEGASUS software 

F) Turn on PEGASUS front panel 
power switch. Note the four LED 
indicators. The ON light is lit 
and the RX light is flashing. 

G) Launch the PEGASUS software. 
You should see the RADIO 
window on screen (looks like a 
conventional transceiver front 
panel) on screen and receiver 
should be active. You may need 
to adjust the AF slider control 
(volume) to a comfortable 
listening level and the S-meter 
should be active. Also note the 
RX LED is no longer flashing 
and is constantly lit. 


IMPORTANT: If you did not get these 
results then it is virtually certain you 
have a COM port conflict on your PC 
that must be resolved. 


LA? WINDOWC 21 SNUTWADE 


line. Type A:INSTALL on the 
command line and click “ОК”, 

There will be two information boxes 
that will pop up on the screen. After 
reading each, click 'NEXT> with your 
mouse. The third information box 
begins the software installation process. 
You will be asked to enter a default 
directory on your hard drive for the 
operating software. The default 
directory is CAPEGASUS. If you wish 
to use another directory, please enter it 
on the command line and click 'NEXT>' 
with your mouse. If you want the 
PEGASUS files on the indicated default 
directory, leave the command line as 1s 
and click 'NEXT>' with your mouse. 

The installation program will now ask 
you for a program group to enter the 
files into. We recommend that you click 
'Finish>' without making any changes 
unless you have a specific need to group 
the PEGASUS files with other software. 
Clicking 'Finish>' at this point (without 
making changes) will create an icon on 
your main Windows screen to allow easy 
access to PEGASUS. 

Once the PEGASUS software has 
been successfully loaded onto your hard 
drive, Windows will open the 
PEGASUS directory and show you the 
files listed. If you are connecting the 
PEGASUS to a serial port other than 
COM 1, you will need to launch the 
program at this stage. If you are using 
COM 1 for the PEGASUS, close the 
directory listed and return to the main 
Windows icon screen on your PC. Skip 
the next paragraph of instructions. 

There are 6 programs listed in the 
directory: Pegasus, Flash Loader, PC 
RADIO Help, Release Notes, Revision 
History, and UnInstall. Place the mouse 
pointer on ‘Pegasus’ and double left 
click. The Pegasus software will launch. 
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When the radio screen appears, left click 
SETTINGS at the top of the screen. A 
menu of items will appear. Left click 
on INTERFACE and then click on the 
appropriate COM port. Exit the 
PEGASUS software by clicking "Exit" at 
the top of the screen. 

You are now at the main Windows 
icon screen on your PC. Now, turn on 
the power supply connected to your 
PEGASUS and switch the front panel 
PEGASUS power switch to ON. The 
green LED marked ON will be lit. The 
green LED marked RX will be flashing. 

To launch the PEGASUS software, 
double click the ‘Ten-Tec Pegasus’ icon. 
All of the files in the ‘Ten-Tec Pegasus” 
directory will now appear. Double click 
the ‘Pegasus’ icon to launch the 
software. You should see the main radio 
screen appear and the receiver should be 
active. If you did not get this result, it is 
likely you have a COM port conflict in 
your PC that must be resolved. 


1-4.3 WINDOWS 95/98 SOFTWARE 
INSTALLATION 

Make sure the PEGASUS power is 
turned off. Turn on your PC. After the 
computer is finished booting up, insert 
the provided floppy disk in your A: 
floppy disk drive. From the Windows 
main screen, click on the START 
command in the lower left hand corner. 
Select RUN from the list of commands. 
Windows will provide you with a 
command line and ask for a program, 
folder, or document. On the command 
line type A:INSTALL and click 'OK'. 

There will be two information boxes 
that will pop up on the screen. After 
reading each, click 'NEXT>' with your 
mouse. The third information box 
begins the software installation process. 
You will be asked to enter a default 


directory on your hard drive for the 
operating software. The default directory 
is CAPEGASUS. If you wish to use 
another directory, please enter it on the 
command line and click 'NEXT>' with 
your mouse. If you want the PEGASUS 
files on the indicated default directory, 
leave the command line as is and click 
'NEXT>' with your mouse. 

The installation program will ask for 
file program group. We recommend that 
you click 'Finish>' without making any 
changes unless you have a specific need 
to group the PEGASUS files with other 
software. You will be provided with one 
more information screen at this point, 
click ‘OK’ when done reading. 

Once the PEGASUS software has 
been successfully loaded onto your hard 
drive, Window will open the 
PEGASUS directory and show you the 
files listed. If you are connecting the 
PEGASUS to a serial port other than 
COM 1, you will need to launch the 
program at this stage. If you are using 
COM 1 for the PEGASUS, close the 
directory listed and return to the main 
Windows icon screen on your PC. Skip 
the next paragraph of instructions. 

There are 6 programs listed in the 
directory: Pegasus, Flash Loader, PC 
RADIO Help, Release Notes, Revision 
History, and UnInstall. Place the mouse 
pointer on ‘Pegasus’ and double left 
click. The Pegasus software will launch. 
When the radio screen appears, left click 
SETTINGS at the top of the screen. A 
menu of items will appear. Left click 
on INTERFACE and then click on the 
appropriate COM port. Exit the 
PEGASUS software by clicking ‘Exit’ at 
the top of the screen. 

You are now at the main Windows 
icon screen on your PC. Now, turn on 
the power supply connected to your 
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PEGASUS and switch the front panel 
PEGASUS power switch to ON. The 
green LED marked ON will be lit. The 
green LED marked RX will be flashing. 

To launch the PEGASUS software. 
click ‘START’ in the lower left corner of 
your screen. Select ‘Programs’. Select 
‘Ten-Tec Pegasus’. Select “Pegasus”. 
You should see the main radio screen 
appear and the receiver should be active. 
If you did not get this result, it is likely 
you have a COM port conflict in your 
PC that must be resolved. 


1-5 FRONT PANEL CONNECTIONS 
AND INDICATORS 

There are several front panel jacks 
that are used for various functions of the 
transceiver. Four LED’s also provide 
the operator with status information 
about the transceiver when in operation. 


1-5.1 PHONES 

This is a standard 8 ohm jack used for 
connecting headphones. Stereo or mono 
headphones may be connected. 
However, as dropping resistors are used 
across this jack, it will not provide 
sufficient audio level to drive an external 
speaker. 


1-5.2 LINE OUT 

This connector provides >1 volt peak- 
to-peak audio output into 600 ohms. 
This is typical of the drive level used to 
drive a computer sound card, and this 
jack is intended to be used for that 
purpose. We have provided a cable 
(#46171) for line out connection to your 
sound card. Please note that you may 
experience some “talk-back” while 
transmitting SSB that will be audible 
through your computer speakers. This is 
generally caused by the presence of a 
ground loop. 


1-5.3 KEY 

The KEY jack is used for the 
connection of a CW keying device. This 
jack is software configurable to accept 
either a “mono” input (like a straight 
key, bug, or external keyer), or a 
“stereo” input to use the PEGASUS 
internal keyer with a paddle. The default 
value in software is to accept a “mono” 
input. 

Two methods are available for keying 
the transceiver in CW mode. The front 
panel KEY jack allows use of the 
PEGASUS internal iambic keyer with 
your favorite paddle or can be used with 
a straight key, bug, or external keyer. To 
use the internal keyer with your iambic 
or single lever paddle, refer to Figure 1-3 
and use the provided 1/8" stereo plug 
(435263) supplied in the packing kit. 

Older Ten-Tec external keyers with a 
phono plug output can be adapted for use 
with the PEGASUS. RadioShack™ part 
#274-330 is a female phono plug to 1/8” 
mono male that will allow for direct 
connection to the KEY jack. 

Note: The KEY jack is software 
configurable to accept either paddles for 
internal keyer use or a straight key, bug 
or external keyer. You must configure 
the jack, using the PEGASUS software, 
for the proper CW keying device 
attached to the radio. The default value 
for the KEY jack is to accept a straight 
key. To use paddles with the internal 
keyer, you must enable the internal kever 
in software. See section 3-6.5 for 
detailed information. 
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DIT 


FIGURE 1-3 PADDLE WIRING FOR 
BUILT-IN ELECTRONIC KEYER 


1-5.4 ACCESSORY 

The ACCESSORY jack can be used 
for interfacing equipment requiring 
audio in/out connections, like a TNC or 
phone patch. There are connections 
provided for digital mode operation. For 
information on using the PEGASUS in 
digital modes, see section 2-6.6. Wiring 
information is shown in Figure 1-4, or 
use supplied cable (#46176) for 
accessory connection. 


FIGURE 1-4 ACCESSORY JACK 
CONNECTIONS 


1-5.5 REMOTE 

The REMOTE jack is for connection 
of the optional model 302 remote 
encoder/keypad. Interconnecting cable 
is included with the 302. 


1-5.6 SERIAL INTERFACE 
The SERIAL INTERFACE 15 
provided for connection of the 


PEGASUS to a COM port on your 
personal computer, via the supplied 
serial port cable (#46172). 


1-5.7 MIC 

This jack is provided for connection 
of a microphone. A polarizing voltage 
of +4 VDC is provided to power an 
electret element microphone. Connection 
is provided on the PEGASUS front panel 
for a low impedance microphone. Any 
TEN-TEC microphone, using our 4-pin 
connector, may be used without 
modification. Most dynamic, ceramic, 
crystal, or electret type microphones 
may also be used. When adapting 
another microphone for use with the 
PEGASUS, please refer to the wiring 
diagram in Figure 1-5. A spare 4-pin 
microphone plug (#35057) is included in 
the PEGASUS packing kit. Be sure to 
use shielded cable to prevent any RF 
interference. Electret type microphones 
and some with built-in preamplifiers will 
require the +4 VDC available at pin 4. 


3 PTT. >> GND 2 
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FIGURE 1-5 
CONNECTION 


MICROPHONE 


1-5.8 ON 
This green LED is lit when the 
PEGASUS power is turned on. 


1-5.9 RX 

This green LED is lit when the 
PEGASUS receiver is operational. 
When the PEGASUS power is ON, and 
the transceiver is not communicating 
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with your PC, this light will flash 
(example: power on the PEGASUS is 
ON, but software is not yet loaded or the 
PC is turned off). 
1-5.10 TX 

This red LED is lit when the 
PEGASUS is transmitting. 


1-5.11 ALC 

This red LED lights when proper 
ALC level has been reached. Used for 
adjustment of MIC gain. Will light 
when the PEGASUS is transmitting and 
proper ALC level has been reached. 


1-6 REAR PANEL CONNECTIONS 
There are several rear panel 
connections on the PEGASUS, used for 
interfacing various other station 
equipment with the transceiver. 


1-6.1 50 OHM ANTENNA 

This SO-239 jack is used for 
connection of a suitable 50 ohm coax- 
fed antenna. 


1-6.2 AUX +13.5V 

These two phono connectors are used 
for connecting accessory equipment 
requiring 13.5 VDC power. These jacks 
are paralleled. The max current draw 
available for both jacks combined is 2 
amps. 


1-6.3 POWER 

This 2 pin MOLEX connector is used 
for connection of a suitable 13.8 VDC 
20 amp power supply. Please observe 
correct polarity when using this jack or 
damage will result. 


1-6.4 25 AMP FUSE 

The PEGASUS transceiver is 
equipped with a blade-type 25 amp fuse 
for protection of the transceiver. An 


spare fuse (#27074) has been provided 
with the PEGASUS packing kit. These 
blade-style fuses are commonly 
available at automotive supply stores. 


1-6.5 GND 

In the interest of personal safety and 
to reduce the possibility of stray RF 
pickup on interconnecting cables, all 
station equipment should be well 
grounded to earth and to a supply line 
ground bus. This ground bus may then 
be tied to an external earth grounding 
rod. It is important to strap all 
equipment together with short heavy 
leads. 


1-6.6 SPARE 
This phono style connector has no 
connection as supplied from the factory. 


1-6.7 TX EN/TX OUT 

These phono jacks are the input 
(enable) and output for a full break-in 
linear amplifier keying loop. These 
jacks must be enabled in software to be 
operational. The connectors, labeled TX 
EN and TX OUT, can be connected to 
corresponding KEY IN and KEY OUT 
jacks on the rear panel of a TEN-TEC 
linear amplifier. Use shielded cables to 
connect the corresponding key lines of 
the amplifier. These connections are 
shown in Figure 1-6. These connections 
ensure that proper timing is maintained 
between the transceiver and amplifier 
during QSK operation. 

Note: The default setting (in 
software) from the factory requires no 
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connection between the TX EN and TX 
OUT jacks for “barefoot” operation of 
the PEGASUS. This is unlike other 
TEN-TEC transceivers that incorporate 
the use of this keying loop. 


1-6.8 EXT T/R 

This phono connector is an open 
collector output for keying a non Ten- 
Tec linear amplifier. Refer to Figure 1-7 
for connections. This connection is not a 
relay similar to those found on many 
older transceivers. It is an “open 
collector” transistor switch rated to a 
maximum of 24 volts and 200 mA 
present on the keying line of your 
amplifier. The delay or “hang” time of 
the switch is adjustable for CW 
operation. This guards against hot 
switching your amplifier. The delay is 
adjustable under the SETTINGS: 
TRANSMITTER area of the PEGASUS 
software (see section 3-6.2). 

Many older tube-type linear 
amplifiers like those manufactured by 
Collins, Drake, and Heathkit use keying 
voltages of 100 volts or higher. Also, 
some older amps key a negative voltage 
instead of positive. You cannot connect 
these directly to a PEGASUS. Please 
check your linear amplifier operator's 
manual before connecting this 
equipment to the PEGASUS. If your 
amplifier does use a keying voltage 
and/or current of a higher value than the 
PEGASUS can tolerate, you must 
incorporate the use of an isolation relay 
to use your linear amplifier with the 
PEGASUS. 


(REAR VIEW) 
Model 550 Pegasus 


(REAR VIEW) 
Model 550 Pegasus 
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Figure 1-6. 


Required Connections 


Model 550 Ten-Tec Amp Using 
50 OHM ANTENNA RF INPUT RG-58/U or Equiv. 
TX EN KEY OUT Shielded Cable 
TX OUT KEY IN Shielded Cable 
(REAR VIEW) 


Ten-Tec Model 411/416/420/422/425 


РТТ/УОХ 


© Key in G) Key Out 


m RF Input 


Figure 1-7. 


Required Connections 


Model 550 Amplifier Using 
50 OHM ANTENNA RF INPUT RG-58/U or Equiv. 


EXT T/R KEYING RELAY INPUT Shielded Cable 


Note: You must verify that the amplifier keying relay input 
requires only a low voltage DC connection to ground. See 
Section 1-6.8 of Model 550 manual regarding interfacing a 
linear amplifier. 


NON-QSK AMPLIFIER 


® Keying Reiay Input 


Cmm Ө 


RG-58/U or Equiv, 


Shielded Cable 


CHAPTER 2 
GETTING STARTED 


2-1 INTRODUCTION 

Like a traditional front panel 
transceiver, there are many operator 
controls on the PEGASUS that are 
consistently in use, and many that only 
need to be configured occasionally 
according to your operating preferences. 
The default settings listed below will 
allow you to get started with PEGASUS. 
You can customize the operation to more 
closely fit your preferences as you 
become familiar with the transceiver. 


2-2 POWERING PEGASUS FOR 
THE FIRST TIME 

Connect a suitable resonant antenna 
to the rear panel 50 OHM ANTENNA 
connector. Connect a suitable DC power 
source to the transceiver (see section 1- 
1). Turn on your power supply, then the 
PEGASUS. 

Use the appropriate method described 
in section 1-4.2 or 1-4.3 (depending on 
vour operating system) to load the 
software. After loading, you should see 
the radio interface screen come up on 
your monitor. 

Note: If the screen comes up with 
only the PEGASUS tool bar at the top of 
the screen (tool bar reads RADIO, 
SWEEP, MEMORY, SETTINGS, 
MUTE, CALL, EXIT), and the rest of 
the screen black, click RADIO with your 
mouse. This will bring the radio 
interface to the screen. 


2-3 OPERATION FUNDAMENTALS 

The PEGASUS radio screen shares 
similar characteristics with a traditional 
front panel transceiver. Most functions 
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on the transceiver are controllable by 
pointing, clicking, and/or "dragging" 
with your computer mouse. Keyboard 
control of several functions is possible. 


2-4 INITIAL RADIO SETTINGS 

As supplied from the factory. the 
PEGASUS software is shipped with a 
number of default settings to allow the 
operator to quickly start using the 
transceiver. Please note that we 
recommend reading ALL of the 
operation instructions prior to operating 
the transceiver. 


2-5 RECEIVER OPERATION 

Main frequency control of the 
transceiver is accomplished by using the 
mouse pointer to rotate the main tuning 
knob clockwise or counterclockwise, by 
pressing the up or down arrows on your 
PC keyboard, or via direct frequency 
entry. 

Move the mouse pointer onto the 
main tuning knob. The mouse pointer 
will indicate the direction of rotation of 
the tuning knob. Click the left mouse 
button to change frequency. 

Using the up and down arrows on 
your computer keyboard will move 
frequency up and down. Direct 
frequency entry is accomplished by 
typing numbers on the keyboard. Press 
ENTER after entering a direct frequency 
on the display. 

In addition, specific HF amateur band 
selection can be made by clicking the 
AMATEUR BANDS tool bar under the 
main tuning knob. Left click the 
AMATEUR BANDS tool bar and then 
left click the appropriate band by using 
the mouse pointer. 


2-51 MAIN TUNING STEP SIZE 
SELECTION 

PEGASUS is equipped with 12 
selectable step sizes for main tuning rate. 
Left click the STEP button on the radio 
screen and select desired main tuning 
rate. The step size menu can also be 
brought up by right clicking the mouse 
while the mouse pointer is on the main 
tuning knob. 


2-5.2 MODE SELECTION 

The PEGASUS is capable of 
transceive operation in CW, LSB, USB, 
FM, and AFSK modes within the 160 
through 10 meter HF amateur bands. 
AM mode is provided on receive only. 
To select desired mode, point the mouse 
pointer to the desired mode and left 
click. Selected mode is shown on the 
main display to the left of frequency 
readout. Modes can also be selected by 
holding down the “Alt key while 
simultaneously typing the first letter of 
the desired mode on the keyboard (i.e. 
Alt-C for CW). 


2-5.3 VFO OPERATION 

The PEGASUS is equipped with two 
VFO’s. VFO “A” is the main frequency 
display. VFO “B” is the sub frequency 
display (smaller, with green digits). To 
switch VFO’s, left click the A/B button 
on the radio screen. The sub and main 
displays will now switch places. To 
have both VFO’s on the same frequency 
and mode, click A=B. The sub display 
will now read the same information as 
the main display. When transmitting, 
the active transmit VFO will change 
colors to show you where the radio is 
transmitting. 
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2-5.4 SPLIT AND REV 

To operate the transceiver in SPLIT 
mode, left click the SPLIT button. You 
will be receiving on the main display 
frequency, and transmitting on the sub 
display frequency. 

For example: a DX station is 
transmitting on 14.195 and listening for 
calls on 14.200. Tune the main display 
frequency to 14.200. Click A=B to 
equalize both VFO’s at 14.200. Tune 
the main display to the receive frequency 
of 14.195. Click SPLIT. You will now 
be listening on the main display 
frequency of 14.195 and transmitting on 
the sub display frequency of 14.200. 

To prevent confusion over which 
VFO is being used to transmit, the 
transmit VFO display will change color 
when transmitting. 

The REV button will allow you to 
monitor and/or tune the sub VFO. Press 
and hold the mouse on the REV button. 
Use the arrow keys on the keyboard to 
move the sub VFO up or down in 
frequency. Release the REV button and 
the radio returns to the main VFO. This 
can also be controlled from the optional 
remote encoder/keypad, model 302. 
See section 3-6.6. 


2-5.5 RECEIVE 
SELECTION 

The PEGASUS is equipped with 34 
available receive filtering options. Any 
9 of these 34 may be present on the radio 
screen at one time. Place the mouse 
pointer on the desired filter bandwidth 
and left click to select. To change any 
filter button to another selectable filter, 
place the mouse pointer on the desired 
filter button and right click. This will 
bring the filter button assignments menu 
onto the screen. Select the desired filter 
by left clicking it and then left clicking 


FILTER 


"OK". All receive filters are selectable 
independent of mode with the exception 
of FM, where the selectable filter system 
is disabled altogether. 


2-5.6 PASSBAND TUNING (PBT) 

This is perhaps the most useful of all 
of the receiver controls. It allows you to 
move the passband back and forth across 
the desired signal. It can be used to 
"drop" QRM out of one side or the other 
of the passband or it can simply be used 
to improve the quality and intelligibility 
of a signal. To enable the PBT, left click 
the PBT button on the radio screen. The 
button lettering will change from black 
to blue. There are three methods for 
implementing the PBT control on the 
PEGASUS. 

For quick, large adjustment of PBT 
range, you can left click on the filter 
shape factor plot shown directly above 
the 9 receive filters. Left click, then 
holding the mouse button down, drag the 
filter from side to side. Note the PBT 


offset indicator on the right side of the 


transcelver tracking the movement of the 
PBT as you drag 1t. 

You can also make large adjustments 
to the PBT by moving the mouse pointer 
into the grey range just above the PBT 
offset readout. Left click a spot in this 
range and the blue rectangular indicator 
will move to that position. 
Alternatively, you can left click, hold, 
and drag the blue indicator rectangle for 
larger, somewhat linear movements. 

For smaller movement increments, 
you can left click, hold and drag on the 
PBT offset indicator. 

To reset the PBT value to zero 
quickly, place the mouse pointer on the 
PBT offset indicator and right click. 
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2-5.7 RIT 

“Receive Incremental Tuning” (RIT) 
allows tuning of the receiver off the 
main frequency displayed without 
moving your transmit frequency. To 
enable RIT, left click the RIT button. 
When enabled, the RIT lettering on the 
button changes from black (disabled) to 
blue (enabled). Tuning in large or small 
increments is done exactly the same as 
described in sections 2-5.6 for the PBT 
control. To reset the RIT value to zero 
quickly, place the mouse pointer on the 
RIT offset indicator and right click. 

The RIT offset is also displayed as a 
green digit to the immediate right of the 
main frequency display. 


2-5.8 XIT 

“Transmit Incremental Tuning” 
(XIT) allows tuning of the transmitter 
off of the main frequency displayed 
without moving your receive frequency. 
Operationally the same as RIT. 

The XIT offset is also displayed as a 
red digit to the immediate right of the 
main frequency display. 


2-5,9 SIMULTANEOUS  RIT/XIT 
OPERATION 

Both functions can be activated 
simultaneously. When both are 
activated, you are operating receive and 
transmit on two separate frequencies. 
The RIT and XIT functions act 
independently and one does not track 
with the other if both are selected. 


2-5.10 AUDIO (AF) and RF GAIN 
CONTROLS 

Use the AF slider control on the right 
side of the radio screen to adjust audio 
level. Left or right click and hold the 
mouse button down to adjust the slider 
control. 
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The PEGASUS receiver is provided 
with good selectivity and dynamic range. 
Under normal conditions, RF gain is left 
full up. Should you experience receiver 
overload, the RF gain control can be 
used as variable attenuation to limit 
receiver distortion and/or overload in the 
presence of extremely strong signals. 
Left or right click and hold the mouse 
button down to adjust the RF slider 
control. 


2-5,11 AUTOMATIC GAIN 
CONTROL (AGC) 

The AGC button selects the decay 
time constant of the AGC circuit. It is 
selectable FAST, MEDIUM, or SLOW 
by left clicking the AGC button and then 
selecting desired setting. The selected 
AGC setting is shown just above and to 
the right of the main frequency readout. 


2-5.12 DSP NOISE REDUCTION 

The DSP noise reduction is activated 
by left clicking the noise reduction bar. 
This noise reduction system 
mathematically identifies desired signals 
and tracks them with a set of adaptive 
filters. Broadband noise is attenuated by 
as much as 15 dB depending upon 
conditions. 


2-5.13 AUTOMATIC NOTCH 

The automatic notch is implemented 
with a special digital algorithm in the 
DSP system. Left clicking the 
AUTOMATIC NOTCH bar enables this 
function. There is no frequency 
adjustment for the automatic notch. It 
will seek out and null all constant 
carriers in the receiver passband. This 
notch works well for SSB mode but is 
not useful in CW as it also tends to 
notch out the desired signal. 
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2-5.14 METER 

In receive mode, the meter shown to 
the left of the frequency display will 
show received signal strength. Each S- 
unit is 6 dB. S9 is calibrated at 50 uV. 

In receive mode, the meter has two 
indicators that are used for gauging 
signal strength. The red indicator bar on 
the S-meter is an instantaneous reading 
of signal strength. The green indicator 
bar on the S-meter is a peak and hold 
indication that updates approximately 
once a second. 

In transmit mode, you have the option 
of metering forward power (FWD), 
reflected power (REF), or standing wave 
ratio (SWR). To select transmit 
metering, left click the button just above 
the VOX button to the left ofthe meter. 

The meter reads with both an analog 
scale and has a small digital readout for 
accurate monitoring of power output. 


2-515 SQUELCH This control is 
operational in all modes. To adjust, left 
or right click and hold mouse button to 
adjust the SQ slider control. To set 
properly, tune to a clear frequency and 
adjust the squelch control just into the 
threshold for receiver quieting. 


2-5.16 MUTE 

This button automatically mutes 
receiver audio. There are three ways to 
mute receiver audio. 

(A) Left click the MUTE button on 
the far right side of the radio screen. 
When enabled, the MUTE button 
lettering will change from black 
(disabled) to blue (enabled). 

(B) Left click the MUTE button on 
the radio screen tool bar. Note that the 
MUTE button lettering on the right side 
radio control changes color for enabled 


11 


or disabled, but the tool bar lettering 
does not change. 

(C) The MUTE button can also be 
controlled from the keyboard by holding 
down the ' Alt- key while 
simultaneously pressing the “М” key. 


2-5.17 -20 ав КЕСЕТУЕК 
ATTENUATOR 

Pushbutton receiver attenuation of 
—20 dB. To enable the attenuator, left 
click the ATTN button. When enabled, 
the ATTN button lettering will change 
from black (disabled) to blue (enabled). 


2-5.18 LOCK 

The LOCK function on the front 
panel will lock the main tuning knob and 
will not allow main tuning when 
enabled. If the optional model 302 has 
been added, 1t will also lock out the 
302’s tuning knob as well. Even with 
LOCK enabled, the operator will be able 
to use other PEGASUS functions, 
including direct frequency entry from the 
computer keyboard or model 302 
keypad. 


2-5.19 MEMORY STORE AND 
RECALL 

Left clicking the ‘Store’ button on the 
lower left side of the radio screen will 
bring up the Station Information Sheet 
for storage of memory information. 

To bring a given memory up to the 
main radio screen, click the ‘Recall’ 
button. 

The storage and retrieval of memory 
information is described in detail in 
section 3-5, 


2-5.20 WWV/CHU MONITORING 
A provision has been made in the 
PEGASUS software for instant 
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monitoring of WWV or CHU. On your 
WindowsTM toolbar, click View. 

Left click the ‘UTC/Time’ selection. 
You will given the choice of selecting 
WWV at 2.5, 5, 10, 15, or 20 MHz. or 
CHU at 3.330, 7.335, or 14.670 MHz. 
Left click the desired frequency. The 
radio will automatically switch to that 
frequency, AM mode, 8.0 kHz filter. 
When finished, you have the option of 
returning to the main radio screen at 
your previous filter and mode settings, 
or having the PEGASUS now be 
operational on the selected time 
frequency. 

Note: When the ‘UTC/Time’ is 
selected, the PEGASUS immediately 
changes to AM mode, 8.0 KHz filter, 
even if you have not selected a time 
frequency to monitor. To return to the 
radio screen at your previous frequency 
and filter settings, left click the 
appropriate selector in the Time/UTC 
window. 


2-6 TRANSMITTER AND 
TRANSCEIVE OPERATION 

There are transceive functions on the 
PEGASUS that are intuitive. Embedded 
in the graphical user interface are a 
number of functions that affect 
transceive operation that you will need 
to be aware of prior to transmitting with 
the PEGASUS. 

A provision has been made for proper 
monitoring of transmitting VFO. As you 
transmit, the active transmit VFO. will 
change display color. This is especially 
useful in SPLIT mode to be sure where 
you are transmitting. 


2-6.1 TUNE 

The TUNE button keys the 
transmitter “key-down” in CW mode, 
regardless of the selected operating 


mode. Left click the TUNE button to 
activate or deactivate. When activated, 
the TUNE button lettering will change to 
red, the S-meter reading will change to 
read forward power, reflected power, or 
SWR, and the red TX LED on the 
PEGASUS front panel will light. 


2-6.2 T-X 

Provided for new modes such as 
PSK31. With PEGASUS in LSB or 
USB mode, this button will place the 
radio in transmit but without carrier or 
power output. In CW mode it operates 
identical to TUNE feature. 


2-6.3 CW OPERATION 

Attach an appropriate CW keying 
device to the front panel KEY jack (see 
section 1-5.3). Select CW mode. The 
default value of the PEGASUS software 
is to accept input from a straight key, 
bug, or external keyer through the key 
jack. The CW keying of the PEGASUS 
is full break-in. When transmitting in 
. CW mode, the red ALC and TX LED's 
on the PEGASUS front panel will light. 


2-6.4 USB/LSB OPERATION 

Select either USB or LSB and key the 
transceiver by pressing the microphone's 
PTT (push-to-talk) button. The red TX 
LED on the PEGASUS front panel will 
light to indicate you ае now 
transmitting. While speaking into the 
microphone, advance the MIC GAIN 
control until the red ALC LED on the 
front panel of the PEGASUS begins to 
flash. The ALC LED indicates that the 
transceiver is generating full output 
power relative to the setting of the 
OUTPUT POWER control. 

The MIC GAIN control is a slider 
control that can be dragged with your 
mouse. To adjust, left click 'Settings' on 
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the tool bar. When the 'Settings' menu 
comes up, left click on 'SSB Settings‘. 
This will bring up the MIC GAIN 
control. Left click, hold, and drag the 
slider bar to adjust. 

There are 18 different DSP generated 
transmit bandwidths available for use. 
See section 3-6.4 for information. 


2-6.5 MONITOR A provision has been 
made for monitoring 558 transmit 
audio. By left clicking the MON button 
on the upper right of the radio screen, 
you will be able to monitor your SSB 
transmit audio. See section 3-6.4 for 
additional information on monitor 
adjustments. 


2-6.6 FM OPERATION 

Select the FM mode on the radio 
screen. (NOTE: This mode is currently 
authorized by the FCC for use between 
29.0 and 29.7 MHz only). Press the 
microphone PTT button to transmit. The 
receive filters and PBT control are 
disabled in FM mode. The MIC GAIN 
control acts as a deviation control in FM 
mode. 


2-6.7 DIGITAL MODE OPERATION 
Direct connection for digital mode 
operation has been provided for on the 
front panel ACCESSORY jack. The 5 
pin DIN connector used on the 
PEGASUS has connections for audio in, 
audio out, PTT, and ground. The fifth 
pin on the ACCESSORY jack has been 
left unconnected for future assignment. 
You should be able to easily interface a 
TNC to the PEGASUS by using the 
supplied multi conductor ribbon cable, 
(#46176). See Figure 1-4 in chapter 2 
for the proper DIN plug pin out. The 
cable ends are color coded as follows: 
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WHITE = AUDIO IN 
YELLOW = AUDIO OUT 
BLACK = PTT 

RED = (future assignment) 


Connect an appropriate TNC to the 
ACCESSORY jack using the #46176 
cable provided. To accept input from 
the ACCESSORY jack, you must enable 
input to the jack in the SETTINGS: 
TRANSMITTER section of software. 
See section 3-6.3 for instructions. 
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CHAPTER 3 


DETAILED OPERATING 


INSTRUCTIONS 


3-1 INTRODUCTION 
Many of the basic transmit and 
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SweepPanel grid. To start a sweep 
across a given range of frequencies, left 
click the SWEEP button on the 
SweepPanel screen. Receiver audio is 
automatically muted during a sweep. 
You can over-ride the muting during a 
sweep by clicking the volume slider 
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The LOG and LINEAR scales are 
relative indicators of received signal 
strength (not actual signal strength). The 
LINEAR scale is a signal graph scale 
from 0 to 1. The LOG scale measures 
signal strength relative to other received 
signals and noise present on the 
frequency band you are receiving. 

The STYLE setting will allow you to 
toggle between a solid line and single 
line display on the sweep graph. 


3-5 TOOL BAR: MEMORY 

The quantity of PEGASUS memories 
are only limited by the available RAM in 
your PC. A typical PC has enough 
RAM capability to allow for thousands 
of memories. 

Left clicking the MEMORY button 
on the tool bar will bring up the Radio 
Memory window. To add a memory, 
left click the ADD button. The 'Station 
Information Sheet' window will come 
up. The 'Station Name or Identifier' 
command line is for the name of the 
station you want to put in memory (1.6. 
Radio Canada International). Use the 
TAB button on your computer keyboard 
to scroll through the different command 
lines on this window. Enter frequency in 
MHz (with decimal point). Select mode 
and filter. Enter country and language 
information (this is primarily for 
international shortwave broadcast use). 
You are not required to fill in all blanks; 
any can be left blank. 'Notes' is for use 
for any additional information you may 
want to store about a given memory. 

There are three methods for sorting 
stored memories: alphabetically by 
country, alphabetically/numerically by 
station information, or numerically by 
frequency. To sort, left click the 
appropriate word at the bottom of the 
Radio Memory window. If station 
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information begins with a number rather 
than a letter, these memories will be 
sorted by number and placed ahead of 
the alphabetical listings. 

The TUNE button in the Radio 
Memory window transfers the memory 
you have selected onto the main radio 
screen. Left click a given memory to 
highlight it. Left click the TUNE button. 
The PEGASUS will now have moved 
frequency to your selected memory. 
You can also tune to a selected memory 
by double left clicking it with the mouse. 

The EDIT command allows you to 
edit information stored in a previously 
entered memory. Left click the desired 
memory, then left click EDIT to change 
stored information. 

The DELETE command allows 
removal of stored memories. Highlight 
the desired memory with the mouse, 
then left click DELETE to remove it. 

The CLOSE command removes the 
Radio Memory window from the screen. 


3-6 TOOL BAR: SETTINGS 

The 'Settings' selection on the toolbar 
allows for detailed control of the 
PEGASUS transceiver. Most of these 
are 'set and forget’. 

To bring up the Transceiver Settings 
menu, left click the 'Settings' button on 
the radio screen tool bar. You will be 
presented with seven options: 
PREFERENCES, TRANSMITTER, CW 
SETTINGS, SSB SETTINGS, VOX 
CONTROLS, REMOTE POD, and 
INTERFACE. 


3-6.1 PREFERENCES 

This window always appears when 
the 'Settings' button is selected on the 
radio screen tool bar. The "Local/UTC" 
correction allows you to display both 
local and UTC time on your computer, 
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With Ten-Tec, you get more than just a radio. 
Our 100 employees include a team of 28 
active hams who understand how you operate, 
can provide advice on what equipment you 
need, and most importantly how to use it. We 
design, manufacture and service all of our 
equipment from one location. Everything we 
build is backed by a 30 day trial period—no 
restocking fee is charged, only shipping, if 
you're not satisfied. Service is always available 
on our rigs going back to the 1960s. Our 
reputation is unmatched because we earned it 
the hard way, one ham at a time, year after 
year. When you need questions answered, we 
are as close as a phone call or email message. 
Want to speak with us? Call (865) 453-7172 
and ask to be connected to the appropriate 
ension. Jack, ext. 108. Gary, ext. 107. 
ext. 103. Paul, ext. 122. Larry, ext.129. 
president on down, we are 


Clockwise from left: Jack Burchfield (seated), КА, President; Gary Barbour, ACADL, VP/Engineering Director; Scott Robbins, 
WAPA, Sales & Marketing Manager; Larry Worth, WA4BSM, Production Manager; Paul Clinton, WD4EBR, Service Manager 


Come see why JUPITER is Ten-Tec's best-selling transceiver. Priced 
at only $1269, the JUPITER will provide years of HF operating 
pleasure. The best part about JUPITER is that it's a powerful 
transceiver that is VERY EASY to operate! 

e Easy to operate — all functions clearly labeled even in the menu 

e Only 1 operation menu 

e Great SSB Audio 

e 90 dB of receiver dynamic range 

e All filtering built-in, no accessory to buy. 

e Instant upgrades over the Internet — always have 

the latest version of the radio 
e 30 day risk-free trial, 1 year warranty 
e Extended financing available! 


For complete information on the JUPITER, call our sales department at (800) 833-7373 
or visit our website at www.tentec.com. 


1185 Dolly Parton Parkway + Sevierville, TN 37862 • USA 
Sales Dept: 800-833-7373 + Sales Dept: salesOtentec.com * Service Dept: service Otentec.com 
Monday - Friday 8:00 - 5:30 EST * We accept VISA, Mastercard, Discover, and American Express 
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providing you with the choice to have 
the master clock in your computer set to 
whichever you prefer. 

The “Mute Radio On Exit” command 
will allow you to always mute the radio 
on exiting the software (default), never 
mute the radio on exiting, or to bring up 
a window to ask if you want the radio 
muted each time you exit the PEGASUS 
software. 

If you exit the software without 
muting the radio, you can continue to 
monitor the last frequency and mode the 
radio was operating on when the 
software was closed. You will be unable 
to manipulate any of the radio settings 
and the optional model 302 remote 
encoder/tuning knob (if installed) is 
inoperable. 

The “Ham Call Path” command line 
is to instruct the software to know where 
to look for the Buckmaster Publishing 
HamCall CD-ROM (if installed). If 
your CD-ROM is drive D: the correct 
path name to be inserted here is 
D:\HAMO\ 


3-6.2 TRANSMITTER 

ENABLE KEYING LOOP: The 
PEGASUS transceiver is equipped with 
a full break-in keying loop to enable 
keying of a full break-in linear amplifier 
with proper T/R sequencing. The loop 
connectors on the PEGASUS rear panel 
are TX EN and TX OUT. This loop 
must be enabled to use a Ten-Tec (or 
similar) amplifier. You can connect 
these connectors to corresponding input 
and output jacks on a Ten-Tec linear 
amplifier or other linear amplifier 
employing a similar keying sequence. 
See Figure 1-6 for connection guide. To 
enable the keying loop, left click the 
Enable Keying Loop box. 
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ENABLE TRANSMITTER: The 
PEGASUS transmitter can be 
intentionally disabled in software to 
prevent accidental transmissions. To 
disable or enable the transmitter, left 
click the Enable Transmitter box. 

MICROPHONE INPUT AND 
ACCESSORY INPUT: By selecting 
either of these, you are instructing the 
PEGASUS to accept transmit audio 
input from either the microphone jack or 
the ACCESSORY DIN connector 
located on the front panel of the radio. 

TUNE: This is a duplicate of the 
TUNE button on the virtual front panel. 
Click TUNE to transmit *key-down" in 
CW mode. Additionally, a digital 
readout for RF power output will appear 
directly under the TUNE button when it 
is selected. This will allow easy setting 
of output power. 

OUTPUT POWER: This slider is 
used to control the PEGASUS 
transmitter output power. Left click, 
hold and drag the slider control to adjust 
forward output power from 
approximately 5 to 100 watts. The 
control is somewhat linear. 

EXT T/R HANG: This slider is used 
to control the hang time on the EXT T/R 
output, used for keying a non-QSK 
external linear amplifier. 


3-6.3 CW SETTINGS 

ENABLE KEYER: This button is 
used to accept direct connection of keyer 
paddles to the front panel KEY jack. 
The PEGASUS default value is to accept 
a 1/8” mono key input from a straight 
key, bug, or external keyer. To enable 
the internal keyer, left click the box by 
Enable Keyer. Proper wiring of keyer 
paddles for use with the internal keyer is 
shown in Figure 1-3 in chapter 1. 


KEY SPD: This slider control is to 
control internal keyer speed (words per 
minute). Left click, hold and drag to 
adjust. The minimum value is 
approximately 7 WPM, maximum value 
is approximately 55 WPM. 

SIDETONE (HZ): This determines 
both the audio pitch of the CW sidetone 
and the carrier transmit offset in CW 
mode. The default value is 700 Hz. The 
offset can be set anywhere between 400 
and 990 Hz. To change the value, type 
the desired offset in the command 
window. 

S.T. VOL: This slider control is for 
sidetone volume. Sidetone volume has 
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2.8 kHz, and this range has come to be a 
de facto standard for a communications- 
grade SSB transmit signal. 

Part 97 of the FCC regulations 
governing amateur radio operation does 
not specify a maximum transmit 
bandwidth usable by amateurs for SSB 
communication. However, FCC 
regulation 97.307(a) requires amateur 
stations to not occupy more bandwidth 
than is necessary for the emission type 
being transmitted in accordance with 
good amateur practice. Regulation 


97.307(b) requires that emissions outside 
the necessary bandwidth must not cause 
splatter interference to operations on 
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AF control) left click, hold, and drag the 
slider bar The MON button on the 
virtual front panel must be activated to 
use this feature. 

MIC GAIN: MIC gain is adjustable 
with this slider bar. While speaking into 
the microphone, advance the MIC GAIN 
slider bar until the ALC LED on the 
physical front panel of the PEGASUS 
begins to flash. The LED indicates that 
the transceiver is generating full output 
power relative to the setting of the 
OUTPUT POWER slider bar under 
TRANSMITTER SETTINGS. 

This slider provides approximately 22 
dB of adjustment which o should 
accommodate most microphones. In the 
unlikely event your microphone requires 
more or less gain, there is а 
potentiometer on the logic board to 
provide further adjustment. 


3-6.5 VOX CONTROLS 

To use the VOX (voice activated 
transmit) mode, left click the VOX 
button. The lettering on the VOX button 
will change from black (disabled) to blue 
(enabled). To adjust the VOX GAIN, 
VOX DELAY, and ANTI VOX controls, 
select 'Settings' from the tool bar. In the 
‘Settings’ menu, left click VOX 
CONTROLS. Adjust any of the three 
controls by left or right clicking, 
holding, and dragging the slider controls. 

Adjust the VOX GAIN for desired 
transmitter action while speaking into 
the microphone. Once set, adjust VOX 
DELAY for desired transmitter hang 
time. Adjust ANTI VOX to a level 
where the receiver audio does not trip 
the transmitter. 


3-6.6 REMOTE POD 
The optional model 302 remote 
encoder/keypad is equipped with three 
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function buttons (labeled F1, F2. F3) that 
can be assigned specific radio functions. 

Each function button has a pull down 
menu with five available choices: 
Tuning Steps, Tuning Selections, Mode 
Selections, Split Reverse, and A/B 
Toggle. 

To assign a specific function. left 
click the arrow on each command line 
and then click on the desired feature to 
be assigned to a particular function key. 

"Tuning Steps" allows you to scroll 
through all the available main knob 
tuning rates. Pressing the function key 
will seroll through all available tuning 
rates. 

"Tuning Selections" allows control of 
frequency-specific functions with the 
remote knob. In the radio screen tool bar 
area there is an indicator with a default 
value of Remote: VFO. By pressing the 
function button, you can assign tuning of 
VFO, PBT, RIT or XIT to the remote 
knob. Note that PBT, RIT and XIT can 
be tuned even if that particular control is 
not selected on the front panel. To use 
each, click each function with the 
mouse. If you think you may potentially 
use any or all of them while operating 
the radio, click RIT, XIT, and PBT when 
you begin to operate. You can then 
assign the knob to a tuning selection 
when needed and not have to turn them 
on and off on the radio screen. 

“Mode Selections” is used to scroll 
through all available modes of operation. 

"Split Reverse” is to allow 
monitoring and movement of the 
opposite VFO when in SPLIT mode. If 
one VFO is set at 14.195 for ‘DX 
receive’, and the other at 14.200 for 
‘your transmit’ and SPLIT is enabled, 
you can press and hold this function 
button to instantly monitor your transmit 
frequency. While holding the function 


button, you can also tune the transmit 
frequency VFO with the tuning knob. 
Release the function button and the radio 
returns to the ‘DX receive’ frequency. 

“A/B Toggle” allows toggling 
between VFO A and VFO B. 


3-6.7 INTERFACE 

This is for assignment of the 
PEGASUS to a particular COM port on 
your PC. 


3-7 TOOL BAR: MUTE 
This tool bar button mutes receiver 
audio. 


3-8 TOOL BAR: CALL 

The PEGASUS software has an 
interface for use with the Buckmaster 
Publishing HamCaliTM CD-ROM. You 
can look up callsign information with the 
CD-ROM while using the Pegasus. 

Insert the provided HamCall™ CD 
into your PC’s compact disc player. To 
look up callsign data, left click the ‘Call’ 
button on the tool bar. Place the mouse 
pointer in the callsign area and click. 
The cursor will now appear in the 
callsign window. Type the callsign you 
wish to look up and click ‘Find’. Name 
and address information will be shown. 

The Buckmaster HamCall CD-ROM 
has many additional functions that are 
not accessed from the Pegasus software. 


3-9 TOOL BAR: EXIT 

This tool bar button will exit you 
from the PEGASUS GUI. Depending 
upon the setting you have selected under 
TRANSCEIVER SETTINGS: 
PREFERENCES, the PEGASUS will 
either automatically mute receiver audio, 
will not mute audio, or will ask you to 
choose before exiting. 
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3-10 TOOL BAR: REMOTE 

If the optional model 302 remote 
encoder is installed, this indicator tells 
the PEGASUS operator what tuning 
function the remote knob has been 
assigned to. See section 3-6.8. 
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CHAPTER 4 
GLOSSARY 


4-1 INTRODUCTION There are a 
number of “computer lingo” terms that 
are accepted in common language used 
in this manual. In case you may not be 
familiar with some or all of them, a 
glossary is provided to define some of 
the terms used. 


DRAG, DRAGGING: Clicking a 
mouse button, holding it down, and 
moving the mouse while still keeping the 
button | depressed (see HOLD, 
HOLDING) 


FRONT PANEL: The physical front 
panel of the PEGASUS transceiver unit 
(not the operating software). 


GRAPHICAL USER INTERFACE 
(GUI): The actual software used to 
control the PEGASUS transceiver, in its' 
entirety. 


HOLD, HOLDING: As related to 
mouse clicking, "holding" is keeping the 
mouse button pressed down rather than 
momentarily clicking a mouse button. 


LEFT CLICK, LEFT CLICKING: 
Press and release the left button on 
your computer mouse. 
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MOUSE POINTER: The arrow you 
see on your computer screen that moves 
in conjuction with movements of the 
mouse, to allow mouse selection of 
items on the screen. 


RADIO SCREEN: The display of the 
"virtual front panel" of the PEGASUS 
transceiver on your computer monitor. 


RIGHT CLICK, RIGHT CLICKING: 
Press and release the right button on 
your computer mouse. 


TOOL BAR: A button or series of 


buttons that control single or multiple 
software functions. 
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CHAPTER 5 
TROUBLESHOOTING GUIDE 


Symptom 


PEGASUS will not power on 


On initial loading of 
software, screen comes up 
blank except for tool bar 
at top of screen 


No audio from receiver, 
frequency controls appear 
normal. S-meter appears 
to be reacting to received 
signals. 


No audio from receiver, 
frequency controls appear 
normal. No reaction on 
S-meter. 


Inserting keyer paddle into 
KEY Jack gives no transmit 
on dit side, key down transmit 
on dah side. 


No transmit output. 


Suggested correction 


Power supply turned off. 

25 amp fuse loose or missing or 
no connection between PEGASUS 
and power supply 


click RADIO button to bring 
up radio screen 


Receiver squelched with SQ slider 
or receiver muted; click MUTE 

AF slider turned down or external 
speakers too low if using sound card 


Radio not making contact with 

PC via serial port. Check COM port 
configuration on PC and in radio 
software. Check serial port cable. 


Paddle input has not been enabled 
in software 


Keying loop enabled without 
appropriate connections or transmitter 
intentionally disabled. See section 
3-6.2. 
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ТЕМ-ТЁС: Inc. CUSTOMER SERVICE TELEPHONE 


1185 Dolly Parton Parkway - 423-428-0364 
Sevierville, TN 37862 : 


LIMITED WARRANTY AND SERVICE POLICY, U.S.A. 


' TEN-TEC, Inc. warrants this product to be free from defects in material and workmanship fora period | 
of one year from the date of purchase, under these conditions: i 


1. THIS WARRANTY APPLIES ONLY TO THE ORIGINAL OWNER. It is important that the war- 
ranty registration card be sent to us promptly to establish you as the owner of record. This will also 
insure that any bulletins pertaining to this equipment will be sent to you. 


2, READ THE MANUAL THOROUGHLY. This warranty does not cover damage resulting from іт- 
proper operation. Developing a thorough understanding of this equipment is your responsibility. 


3, IF TROUBLE DEVELOPS we recommend that you contact our customer service group direct. The 

selling dealer is not obligated by us to perform service in or out of warranty. It has been our experience _ 
that factory direct service is expeditious and usually results in less down-time on the equipment. Some _ 
dealers do offer warranty service and of course, have our complete support. 


4, WE ENCOURAGE SELF HELP. Taking the covers off does not void the warranty. In many cases | 

our customer service technicians, with your help, can identify a faulty circuit board. In these cases we _ 
will send you a replacement board which you can change out. This will be shipped on a 30 day memo 
billing and when the defective board is returned, we will issue credit. U 


5. EQUIPMENT RETURNED TO THE FACTORY must be Droperiy packaged, preferably in the origi- a 


nal shipping carton. You pay the freight to us and we prepay surface freight back to you. 


6. EXCLUSIONS. This warranty does not cover damage resulting from misuse, lightning, excess volt- | 
ages, polarity errors or damage resulting from modifications not recommended or approved by Ten-Tec. 
In the event of transportation damage a claim must be filed with the carrier. Under no circumstances is. 
Ten-Tec Hable for consequential damages to persons or property caused by the use of this pt —< 


7.TEN-TEC RESERVES the right to make design changes without any abligation to modify aan - 


previously manufactured. 
8. THIS WARRANTY is given in lieu of any other warranty, expressed or implied. 

SERVICE OUTSIDE OF THE U.S.A. 
Many of our dealers provide warranty service on the equipment they sell. Many of them also provide 
out of warranty service on all equipment whether they sold it or not. If your dealer does not provide | 
service or is not conveniently located, follow the procedure outlined above. Equipment returned to us 


will be given the same attention as domestic customers but all freight expense, customs and broker | 
fees will be paid by you. 
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This obsolete manual file is provided as a courtesy to you by Ten-Tec, Inc. 


